HIGHLY SENSITIVE 
Congressional Security Sensitive Record 


Proposal 
ADDRESS PROPOSAL # 2175 
U.S. Capitol DATE 01/18/2021 
EXPIRATION 02/18/2021 
DATE 
DATE ACTIVITY PRICE 
Material 7,545.00 


- Approx. 24” X 54” - 1/4” clear laminated safety glass 
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prox. 24” X 54” - 1/4” clear laminated safety glass 


. 24” X 30” - 1/4” clear laminated safety glass 
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” X 30” - 1/4” clear laminated safety glass 
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” X 30” - 1/4” clear laminated safety glass 
. - =. 24” X 54” - 1/4” clear laminated safety glass 


- Approx. 12” X 48” - 1/4” clear laminated safety glass 
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” X 54” - 1/4” clear laminated safety glass 
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” X 36” - 1/4” clear laminated safety glass 
; - _ 24” X 54” - 1/4” clear laminated safety glass 


é, - -. 12” X 54” - 1/4” clear laminated safety door 
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HIGHLY SENSITIVE 
Congressional Security Sensitive Record 


DATE ACTIVITY 


: - Box 24” X 54” - 1/4” clear laminated safety glass 
. - A. 24” X 54” - 1/4” clear laminated safety glass 


. - aol 24” X 30” - 1 3/4” clear laminated safety 
insulated door glass 


Labor 
Furnish and install 


“Wood molding (glass stops) by others SUBTOTAL 
TAX (0) 
TOTAL 


Accepted By Accepted Date 


PRICE 


8,550.00 


16,095.00 
0.00 


$16,095.00 


